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7 March 1961 


SUBJECT: Change Proposal LAC-104, 100 VA Emergency Inverter 
TOs Contracting Officer 

Subject Change Proposal was discussed at the contractor's 
facility 2 March 1961. As a result of the discussion, verbal 


approval of the installation was granted. 


Request you provide the contractor formal notification of 
WSPO or joint approval as applicable. 
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